The  Chapel,  accommodating  approximately  ; 
2,000  persons,  is  the  home  of  Duke  University  ; 
'.    Church  (Interdenominational).   Tn®^J^Pslsjs  , 
•v  finished  in   limestone,   acousiicaK3>*ick.  aF|\.  1 
V  oak.    The  73  stained-glass  windows  are  **-\, 
voted  to  characters  and  stories  from  the  Old  -\ 
*t  .and  New  Testaments.  The  7,79ft-pipe^  ^eeUpij^j 
<«   Skinner  Organ  is  in  six  parts;  tie'  coft^te 'Has 
four  manuals.    In  the  Memorial  CikA^lf  are  j 
.arcophagi  of  Washington  Dukd^and  Tiis  two/ 
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sons,  James  B.  and  Benjamin  N.  D 
N$*j^Tthe  Memorial  Chapel  is  the  Crypt 
—C  gJTtwenty^bjiU^aLyaul 
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